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Illustrated  Catalogue  of  Iron  Work  for  Buildings. 


MANUFACTURED  BY 

G.  SMYSER, 


STIMATES 


lYEN  ON 


ORK  FOR  ANY 


pESIGNS 


pURNISHED 


VARIETY  IRON  WORKS,  YORK,  PA,  AND  BALTIMORE,  Ml). 


WINDOW  LINTELS. 


N9S7. 

4 I'l.  6 in  long. 


Tor  opening,  3 ft.  o in. 

..  3 u 5 u 

ft  a 

“ “ 4 “ 3L 


LINTEL  ORNAMENT. 
1 1 ^ inches. 


N938. 

3 ft.  7 in.  long. 


No.  2 t6. 

LINTEL  ORNAMENT, 
1 ft.  10  in. 


For  opening,  3 ft.  5'i  in. 
“ 4 ft  3L  “ 


NARlK'l'V  IRON'  WORKS,  YORK,  RA.,  AND  RA  l/l'l  MO  lOv,  M D 


r 


r -W  j 

J\9  20s. 

Lt\ 

M INDOW  SILL. 
For  openin;^,  2 it.  6 


,n, 
8'_,  “ 
o “ 

5X  “ 


4 “ o 


For  o)  ening 


3 ft-  7 in 
3 ••  9 '■ 


No.  212. 

For  ojjcning.  3 ft.  1 ' j in. 


VARIETY  IRON  WORKS,  YORK,  PA.,  ANl'  BALTIMORE,  MD. 


ROOF  CRKSTl  N(  IS  - O ver  loo  Designs 
Send  for  Illustrated  Catalogue. 


No  a ?4. 


Oast  and  Wrouglu  Iron  Railings  (over  200  designs)  for  Yards,  Balconies  and  Cemeteries. 
Send  for  1i.i,ustr.‘\tf.d  C.atai.ogue. 


> 


\'AR1K1'V  IRON  WORKS.  \ORK,  l‘A.,  AND  1]  \ 1 ,1  I M ( ) R i;,  MD. 


XV  10(3. 

4 in. 

Diameter. 


l''or  6 7.  S.  9.  10.  12  ar.cl  50  ,n. 

C oll  n ns. 


\ ? f)  9 . 

5 .and  6 in. 
Diameter. 


No.  233. 

COVPOSri  E CAl’I  ' AL, 
For  10  in.  columns. 


No.  234. 


OOTIIIC  CAIM  I AI 


I'or  6 in.  Columns. 


^ pREAT  yAPylETY  OF  PaTTERJNS  FO  Py  JD  A M E N T A L pAPITALS. 

COLUMNS  OF  MaL  AXt>  DRSULNS FLOTEO,  PLAIX  AX'D  FAXCY. 


YAKIKIY  IRON  WORKS,  YORK,  PA.,  AND  15ALTIMORE,  Ml). 


No.  126. 

Iron  1 fonts  for  buildings.  A number  of  designs.  Kslinmtes  given  for  nny  design  furnished. 


No.  I 


No.  2. 


No.  130.  t 

I 


No.  4. 


i 


VARlinV  IRON  WORKS,  YORK,  1>A.,  AND  RAl/riMORK,  MD. 


r 


\'AULT  LI(;irr  CiRAI'INCS 

FOR 

AREAS,  ROOFS,  FLOORS  and  CELLAR  DOORS. 


VAULT  COVERS. 
ROUND  AND  HEXAGON. 


Theso  fivo  made  of  several  difTercnt  styles  and  jiat- 
t?rus  Curved  Roof  Lights  are  laid  out.  with  great 
care,  and  constructed  with  rLfeiciice  to  strength,  as 
well  as  architectural  effect. 


HEXAGON  ROOF  LIGHT, 
3 and  5 inches  in  diamtter. 


Raov  and  Floor  Lights. 


ROOF  LIGiri'. 


CURVED 


VAKii;rv  JRON  WORKS,  York,  pa,  an’D  raitimork;,  ,mii. 


ROOF  AND  FLOOR  LIGHTS. 


SAI  L IV  laxci  CD.VCRK'l  K l.IGHI'. 


i 


Among  tlie  many  other  aiticles  for  liuilding.s,  made  and  furnished  by  the  WARIKI'V  IRON  WORKS,  wo  would  enumerate 
y/ROUGHT  Ir^N  j^EAMS,  jjIRDERS,  ChAMNELS  AND  J^EES, 


n 


ue  Doors  (ukI  Fra ines,  Stove  Fi/)C  Jron  Stairs  of  every  roust niction,  iiieliuliu^ 

SFlltAL.  IlKJ.y  FliOXTS  for  Found  Houses, 

IRON  STABLE  FIXTURES, 


aitXStME.yT.-itf  .iXEt  PLSl.y  OEELSn  CrSSTESi 

DOOR  AND  WINDOW  GUARDS,  COAL  SHUTES,  &c.,  &c. 


ACS^ElsTT  EOJR 


Cl.  ARK’S 

Patent  Steel  Noiseless  Self-Coiling  Shutters. 


